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Whartedale  Rural  District  Council. 

Mr.  Chairman  and  Gentlemen, 

I  beg  to  submit  my  Annual  Report  on  the  Sanitary  Circum¬ 
stances,  the  Sanitary  Administration,  and  the  Vital  Statistics  of 
the  Area  for  the  year  ended  December  31st,  1939. 

PUBLIC  HEALTH  OFFICERS  FOR  THE  RURAL  DISTRICT 

OF  WHARFEDALE. 

Medical  Officer  of  Health  :  H.  WOLFE,  M.D.,  B.S.,  D.P.H. 
(part  time) . 

Sanitary  Inspector  and  Surveyor  :  A.  ASHWORTH )  Sanitary 
Inspector's  Diploma  (whole  time). 

SECTION  A. 

^STATISTICS  AND  SOCIAL  CONDITIONS  OF  THE  AREA. 


Area  (in  acres)  .  39,379 

Estimate  of  resident  population,  mid- 1939  .  5,338 

Number  of  inhabited  houses  (end  of  1939) 

according  to  Kate  Books  .  1,663 

Rateable  Value  . .  £71,448 

Sum  represented  by  a  penny  rate  .  £297 


Since  September,  496  evacuees  have  been,  received  into  the  area 
from  Leeds,  consisting  of  321  school  children,  52  mothers,  74  young 
children,  18  expectant  mothers,  and  1  blind.  At  the  end  of 
December  there  remained  in  the  district  a  total  of  152,  consisting 
of  132  school  children,  4  mothers,  5  young  children,  10  teachers, 
and  1  nurse,  who  was  billeted  in  the  village  of  Farnley,  and  serving 
on  the  staff  of  the  Emergency  Maternity  Hospital  at  Farnley.  There 
are  200  residents  at  Middleton  Sanatorium,  143  at  the  Leeds  Educa¬ 
tion  Committee  Holiday  Camp,  Nesfield,  and  16  at  Yew  Tree  Farm 
Camp,  Newall-with-Clifton,  and  also  77  week-end  dwellers  in  various 
townships.  The  total  population  is  thus  raised  by  about  16% 
to  the  figure  of  6,270. 

Social  Conditions.  During  the  first  eight  months  of  the  year 
the  industrial  workers  had  difficulty  in  obtaining  a  full  week's 
employment,  many  were  on  short  time,  trade  was  stagnant,  and 
there  seemed  little  prospect  of  any  expansion,  though  in  the  building 
trade  some  125  houses  had  been  erected  and  occupied.  Owing  to 
a  very  wet  June  and  July,  the  farmer  was  late  in  obtaining  his 
hay  crop,  but  with  a  fine  autumn  the  corn  was  gathered  in  good 
time  and  was  well  up  to  standard.  Since  the  onset  of  the  war,  a 
great  many  more  acres  have  been  ploughed  up,  and  the  farmer — 
like  the  industrialist — is  now  finding  a  great  difficulty  in  obtaining 
all  the  labour  he  requires. 

A.R.P.  Work.  Throughout  the  year  a  great  deal  of  time  has 
had  to  be  devoted  to  this  organisation.  In  a  widely,  sparsely 
poulated  district  such  as  this  the  difficulties  have  been  very  great, 
particularly  in  obtaining  the  requisite  personnel.  Ambulance  depots 
with  first  aid  parties  have  been  installed  at  Pool,  Norwood, 
Bramhope  and  Fewjston,  also  there  is  a  mobile  first  aid  post, 
under  the  direction  of  Dr.  Garscadden,  stationed  at  Pool,  and 
available  for  an  emergency  in  any  part  of  the  Skyrack  area. 

Vital  Statistics. 


Live  Births  r  Legitimate . 

Total  M. 
44  20 

F. 

24 

Birth  Rate  per  1 ,000  of 

Illegitimate  . . . 

0  0 

0 

the  estimated  resident 

Still  Births  . 

0  0 

0 

population,  8.24. 

Deaths  . 

44  24 

20 

Death  Rate  per  1,000  of 

Deaths  from  Puerperal  Causes  (Headings 

29 

the  estimated  resident 
population,  8.24. 
and  30  of  the  Registrar- 

General’s  Short  List) : — 
No.  29.  Puerperal  Sepsis 

0 

Rate  per  1,000  total 

No.  30.  Other  Puerperal 

Causes 

0 

(live  and  still)  births 
Nil 

Total 

0 

68.18 


Beath  rate  of  infants  under  1  year  of  age 

All  infants  per  1,000  live  births  . 

Legitimate  infants  per  1,000  legitimate  births  .  68.18 

Illegitimate  infants  per  1,000  illegitimate  births  .  0 

Deaths  from  Cancer  (all  ages)  .  8 

Deaths  from  Measles  (all  ages)  .  0 

Deaths  from  Whooping  Cough  (all  ages)  .  0 

Deaths  from  Diarrhoea  (under  2  years  of  age)  .  0 


There  has  been  no  unusual  or  excessive  mortality  during  th« 
year.  The  death  rate  is  at  a  rather  lower  level. 


Rates — District  Proper — 1900—1939. 


Year 

Birth¬ 

rate. 

Death- 

rate. 

Zymotic 

Death- 

rate. 

Tuberculosis 

Death- 

rate. 

Infantile 

Mortality 

per 

1,000  Births. 

1900 

20.72 

12.60 

0.00 

8.11 

81.0 

1901 

19.17 

11.78 

1.90 

0.54 

128.5 

1902 

21.70 

12.73 

2.17 

0.54 

87.5 

1903 

19.57 

12.33 

0.00 

0.80 

123.2 

1901 

20.10 

12.79 

0.00 

0.78 

90.9 

1905 

19.89 

12.14 

0.51 

1.02 

103.8 

1906 

17.12 

9.06 

0.50 

0.50 

102.9 

1907 

16.20 

12.40 

0.75 

0.75 

78.1 

1908 

17.88 

6.80 

0.00 

0.50 

71.2 

1909 

15.75 

9.50 

0.25 

0.50 

36.8 

1910 

16.08 

9.55 

0.25 

1.00 

49.8 

1911 

17.83 

11.71 

1.06 

1.06 

46.5 

1912 

25.26 

12.36 

0.00 

0.80 

51.11 

1918 

14.24 

8.65 

0.50 

5.02 

35.7 

1914 

16.00 

12.50 

0.75 

0.25 

46.8 

1915 

14.46 

9.75 

0.00 

1.24 

17.2 

1916 

13.71 

10.72 

0.24 

0.74 

54.5 

1917 

10.72 

9.22 

0.00 

0.49 

46.4 

1918 

8.97 

11.22 

0.49 

0.49 

194.4 

1919 

11.41 

13.39 

0.06 

0.74 

86.9 

1920 

13.52 

7.24 

0.00 

0.48 

53.5 

1921 

14.75 

9.00 

0.00 

0.00 

67.7 

1922 

14.56 

7.16 

0.00 

0.49 

16.9 

1923 

15.55 

11.72 

0.47 

0.23 

30.7 

1924 

12.50 

7.66 

0.00 

0.74 

29.8 

1925 

14.23 

9.32 

0.00 

0.33 

47.6 

1926 

12.82 

6.95 

0.00 

0.21 

74.0 

1927 

11.26 

7.31 

0.00 

0.39 

92.5 

1928 

14.61 

7.07 

0.00 

0.24 

50.0 

1929 

10.28 

13.55 

0.00 

0.46 

181.8 

1930 

19.73 

8.18 

0.00 

0.22 

90.90 

1931 

13.00 

11.50 

0.25 

0.25 

57.69 

1932 

12.00 

8.00 

0.00 

0.70 

19.60 

1933 

9.60 

9.39 

0.00 

0.00 

74.46 

1934 

8.25 

7.87 

0.00 

0.09 

141.17 

1935 

6,90 

7.63 

0.27 

0.09 

26.84 

1936 

8.69 

9.56 

0.08 

0.34 

29.70 

1937 

7.38 

8.75 

0.16 

0  16 

55.55 

1938 

7.76 

10.42 

0.18 

0.75 

48.78 

1939 

8.24 

8.24 

0.00 

0.74 

68.1* 

Table  of  Births,  Deaths,  etc. 


1 

Township 

No.  of 
Houses 

Esti¬ 

mated 

Popu¬ 

lation 

BIRTHS. 

DEATHS 

Death 

rate 

per 

1,000 

Males 

Fe¬ 

males 

Total 

Males 

Fe¬ 

males 

Total 

Arthington  ... 

131 

509 

2 

0 

2 

r> 

jLJ 

2 

4 

7.85 

Askwith 

66 

223 

0 

2 

2 

9 

j-j 

0 

2 

8.96 

Blubberliouses 

10 

41 

0 

0 

0 

0 

1 

1 

24.39 

Bramhope 

533 

1546 

5 

5 

10 

8 

6 

14 

9.05 

Carlton 

36 

108 

0 

0 

0 

1 

0 

1 

9.25 

Castley 

19 

57 

1 

0 

1 

0 

0 

0 

Nil 

Clifton-w- 

Norwood  ... 

60 

186 

1 

0 

1 

0 

3 

3 

16.12 

Denton 

37 

156 

1 

0 

1 

0 

1 

6.41 

Farnley 

43 

171 

1 

1 

2 

0 

1 

1 

5.84 

Fewston 

49 

146 

1 

2 

3 

0 

1 

1 

6.84 

Leathley 

66 

244 

2 

1 

3 

1 

0 

1 

4.09 

Bindley 

14 

52 

0 

0 

0 

1 

0 

1 

19.23 

Middleton 

-V  30 

92 

0 

0 

0 

1 

0 

1 

10.86 

Nesfield-w- 

Langbar  ... 

54 

174 

2 

1 

3 

0 

0 

0 

Nil 

Newall-w- 

Clifton 

56 

163 

1 

1 

2 

1 

0 

1 

6.13 

Pool  ... 

375 

1177 

3 

10 

13 

6 

3 

9 

7.64 

Stainburn 

30 

111 

0 

1 

1 

0 

0 

0 

Nil 

Timble  Great 

20 

84 

0 

0 

0 

1 

1 

2 

23.80 

Timble  Little 

3 

13 

0 

0 

0 

0 

0 

0 

Nil 

Weston 

31 

85 

0 

0 

0 

0 

1 

1 

11.76 

Total  Dis¬ 
trict  Proper 

Middleton  Sana 
and  Cam 
Evacuees 

Tota 

1672 

5338 

20 

24 

44 

24 

20 

44 

8.24 

itorium 
ips,  etc. 

1 

426 

496 

6270 

I 

At  the  Emergency  Maternity  Hospital,  Farnley  Hall,  there  have 
been  33  births  since  the  beginning  of  September,  when  the  expectant 
mothers  were  evacuated  from  the  Leeds  Area. 


Reception  Areas — September  1st  and  2nd,  1939. 


Young 

Township  Children  Mothers 


Arthington  ... 

25 

9 

Askwith  . 

Blubberhouses 

63 

) 

10 

Fewston  . 

Timble  . 

Clifton-w- 

>  36 

Norwood  . . . 
Newall-w- 

18 

— 

Clifton  . 

32 

— 

Denton  . 

Farnley  . 

I 

13 

Leathley  . 

Stainburn 

1“ 

3 

Pool  . 

131 

17 

Weston . 

16 

— 

Total  . 

321 

52 

Young  Expectant 
Children  Mothers  Teachers  Blind 


14 

— 

1 

1 

15 

1 

6 

3 

4) 

— 

8 

15 

17 

— 

22 

— 

18 

— 

74 

18 

30 

1 

Remaining  at  End  of  December,  1939. 

School  Young 


Township  Children  Mothers  Children  Teachers  Nurse 

Arthington  .  21  —  —  1  — 

Askwith  .  21  1  2  .3  — 

Blubber  houses  ...  j 

Fewston  .  /  8  —  —  l  — 

Timble  .  ) 

Clifton-w-Norwood  1  —  —  —  — 

Farnley  .  — •  —  —  —  1* 

Leathley  .  —  1  1  —  — 

Newall-w-Clifton  .10  —  —  —  — 

Pool  .  61  2  2  5  — 

Weston  .  10  —  —  —  — 

Total  .  132  4  5  10  1 


*  Attached  to  the  Emergency  Maternity  Hospital. 

At  Pool  there  is  a  communal  kitchen,  where  an  average  of  45 
dinners  are  served  daily,  at  a  cost  of  4d.  per  head,  under  the 
supervision  of  Mrs.  Malcolm  Hill  and  members  of  the  Women’s 
Voluntary  Services. 


Deaths  according  to  Age — District  Proper. 


Under 

lyear 

1-5 

years 

5-15 

years 

15-25 

years 

25-45 

years 

45-65 

years 

Over 

65 

years 

Total 

3 

0 

0 

2 

5 

11 

23 

44 

Causes  of  Death — District  Proper. 


Headings  of  the  Registrar-General's  Short  List. 


No.  9 — Tuberculosis  of  Respiratory  System  .  3 

No.  10 — Other  Tubercular  Diseases  .  1 

No.  13 — Cancer,  Malignant  Disease  .  8 

No.  14 — Diabetes  . 1 

No.  15 — Cerebral  Haemorrhage,  etc .  4 

No.  16 — Heart  Disease  .  13 

No.  19 — Bronchitis  .  1 

No.  20 — Pneumonia  .  1 

No.  25 — Cirrhosis  of  Liver  .  1 

No.  26 — Other  diseases  of  the  liver  .  1 

No.  28 — Acute  and  Chronic  Nephritis  .  2 

No.  31 — Congenital  Debility  and  Premature  Birth  ...  2 

No,  33 — Suicide  .  1 

No.  34 — Other  Violence  .  5 

No.  35 — Other  Defined  Diseases  .  1 

No.  36 — Causes  ill-defined  or  unknown  .  1 


44 


Total  ... 


Tht'  remarkable  advance  in  the  chemo-therapy  of  pneunionla 
i*  illustrated  by  tlie  fact  tliat  only  one  death  was  due  to  this 
disease. 


SECTION  B. 

GENERAL  PROVISION  OF  HEALTH  SERVICES 

FOR  THE  AREA. 

There  have  been  no  developments  or  changes  in  tbe  services 
provided  in  the  area  under  the  following  heads  : — 

(a)  Laboratory  Facilities. 

(b)  Ambulance  Facilities. 

(c)  Nursing  in  the  Home. 

(d)  Treatment  Centres  and  Clinics. 

(e)  Hospitals,  Public  and  Voluntary. 

SECTION  C. 

SANITARY  CIRCUMSTANCES  OF  THE  AREA. 

1.  (i)  Water. 

At  Nesfield  a  1-inch  main  has  been  joined  to  the  3-inch  main 
carrying  the  Ilkley  Council  water  near  the  entrance  of  the  drive 
to  Neslield  Court.  As  a  result,  the  whole  of  the  inhabitants  of 
the  village  are  now  able  to  have  a  wholesome  and  adequate  supply 
of  water,  and  the  old  supply  has  been,  entirely  discontinued. 

At  Newall-with-Clifton  there  are  several  sources  of  supply,  all 
of  which  have  been  found  to  be  impure.  The  reservoir  was  emptied 
and  thoroughly  cleaned,  and  a  new  supply  of  sand  and  pebbles 
deposited  for  filtration.  Analyses  of  this  supply  continue  to  be 
unsatisfactory.  Attempts  have  been  made  to  tap  an  upland  supply 
on  the  moors  above  the  village,  but  on  analysis  the  water  did  not 
show  the  desired  purity.  I  am  of  the  oipinon  that  a  new  water 
supply  for  this  township  is  a  prime  necessity. 

At  Denton  there  is  still  one  farm  in  need  of  a  pure  water 
supply. 

(ii)  Drainage  and  Sewerage.  At  Askwith  the  permission  of  the 
Ministry  of  Health  having  been  obtained,  the  work  of  laying  a 
sewer  is  steadily  progressing,  and  entire  new  sewerage  disposal  works 
will  be  constructed.  As  a  result,  stream  pollutions  and  other 
nuisances  in  this  village  will  be  ended.  At  Pool,  a  new  length 
of  4-inch  drain  has  been  laid  by  the  owner  to  serve  four  houses 
at  Valley  View,  Pool  Old  Bank,  and  a  new  4-inch  drain  has  been 
laid  by  the  owner  of  Rvshmere  Lodge.  A  new  6-inch  sewer  has  been 
constructed,  35  yards  in  length,  to  serve  eight  houses  erected  at 
the  Bar  House,  Pool  Old  Bank.  At  Bramhope  70  yards  of  6-inch 
sewer  have  been  laid,  to  serve  houses  on  a  new  road  On  the  High 
Ridge  Estate.  285  yards  of  6-inch  sewer  have  been  laid  on  the 
Hall  Drive  Estate,  and  237  yards  of  6-inch  sewer  have  been  laid 
for  the  serving  of  new  property  on  the  King’s  Road.  Also  75  yards 
of  9-inch  sewer  in  the  Birches  and  Sandy  Walk  have  been  con¬ 
structed,  and  30  yards  of  6-inch  sewer  to  connect  the  property  in 
Sandy  Walk  with  the  main  sewer.  Two  new  houses  in  the  Rowans 
have  been  connected  to  the  sewer  by  the  laying  of  79  yards  of 
4-inch  sewer.  At  Stone  Trough  Hill  84  yards  of  6-inch  sewer  have 
been  laid. 

2.  Rivers  and  Streams. 

At  Askwith  there  are  three  separate  pollutions  of  streams  which 
will  end  when  the  sewerage  scheme  now  in  course  of  construction 
is  completed.  A  report  from  the  Rivers  Board  Inspector  of  a 
pollution  of  the  river  arising  from  refuse  on  Pool  Tip  has  been 
remedied  by  tipping  being  discontinued  on  the  banks  of  the  river, 
and  also  the  bank  of  the  river  alongside  the  tip  has  been  repaired. 

At  Nesfield  a  report  was  received  of  a  discharge  of  sewage 
from  the  Leeds  Education  Committee’s  Camp  into  a  stream  ;  the 
necessary  work  to  prevent  a  continuance  of  this  nuisance  was 
carried  out  by  the  Authority  concerned, 


3.  (i)  Closet  Accommodation.  A  total  of  nine  water  closets 

have  been  provided  at  Middleton,  Newall-with-Clifton,  Norwood  and 
Denton.  In  3  instances  existing  privies  have  been  converted,  and 
in  the  remaining  6  the  water  closets  have  been,  provided  in  lieu 
of  privies. 


Closet  Accommodation. 

No.  of 

Water 

Dry  Earth 

Open 

District 

Houses. 

Closets. 

Closets. 

Middens. 

Arthington  . 

131 

68 

70 

2 

Bramhope  . . 

533 

540 

2 

5 

Carlton  . 

36 

29 

7 

5 

Pool  . 

375 

481 

10 

2 

(ii)  Public  Cleansing.  There  have  been  no  changes  or 
extensions  during  the  year. 

(iii)  Sanitary  Inspection  of  the  Area.  The  Report  by  the 
Sanitary  Inspector,  under  Article  27  (18)  of  the  Sanitary  Officers' 
(Outside  London)  Regulations,  1938,  follows  at  the  end  of  my 
Report. 

(iv)  Shops  and  Offices.  No  action  has  been  considered  neces¬ 
sary  under  the  Shops  Act,  1934,  with  regard  to  temperature,  ventila¬ 
tion,  and  sanitary  conveniences. 

(v)  Camping  Sites. 

( 1 )  There  are  three  sites  in  this  area  which  are  used  for 
camping  purposes,  viz.  :  The  Leeds  Education  Committee  Holiday 
Camp  at  Nesfield  ;  Yew  Tree  Farm  at  Newall-with-Clifton  ;  and 
Milton  Farm,  Bramhope. 

(2)  No  new  licences  have  been  issued  under  Section  269  of 
the  Public  Health  Act,  1936,  for  the  purpose  of  permitting  land  to 
be  used  as  camping  grounds. 

(3)  The  maximum  number  of  campers  resident  in  the  Area  at 
one  time  during  the  summer  of  1939  was  171,  composed  as  follows  : 
At  the  Leeds  Education  Committee  Holiday  Camp,  Nesfield,  143  ; 
Yew  Tree  Farm,  Newall-with-Clifton,  16  ;  Milton  Farm,  Bramhooe, 
12. 

(vi)  Smoke  Abatement.  No  action  has  been  necessary  with 
regard  to  the  abatement  of  nuisance  from  smoke. 

(vii)  Swimming  Baths  and  Pools.  There  are  no  swimming 
baths  or  pools  open  to  the  public  in  this  Area. 

(viii)  Eradication  of  Bed  Bugs. 

(1)  There  have  keen  no  houses  reported  for  disinfestion* 

(2)  Infested  bedding  and  clothing  are  sterilised  at  the  Wharfe- 
dale  joint  Isolation  Hospital  by  arrangements  made  -with  that 
Authority. 

4.  Schools. 

There  are  eight  Public  Elementary  Schools  in  the  Area.  The 
sanitary  condition  and  water  supply  of  each  one  of  these  have  been 
reported  as  satisfactory.  There  were  no  schools  closed  during  the 
year  for  outbreaks  of  epidemic  diseases.  As  a  result  of  the  number 
of  evacuees  in  the  Area,  the  number  of  pupils  has  been  greatly 
increased. 

SECTION  D. 

HOUSING. 

X.  inspection  of  Dwelling-houses  during  the  Year  — 

(1)  (a)  Total  number  of  dwelling-houses  inspected  for 

housing  defects  (under  Public  Health  or  Housing 

Acts)  . 

(b)  Number  of  inspections,  made  for  the  purpose  ... 

(2)  (a)  Number  of  dwelling-houses  (inclueled  under  sub¬ 

head  (1)  above  which  were  inspected  and 
recorded  under  the  Housing  Consolidated  Regu¬ 
lations,  1925  and  1932  . 

(b)  Number  of  inspections  made  for  the  purpose  ... 


84 

248 


57 

459 


(3)  Number-  of  dewlling-houses  found  to  be  in  a  state 

so  dangerous  or  injurious  to  health  as  to  be 
unlit  for  human  habitation  .  0 

(4)  Number  of  dwelling-houses  (exclusive  of  those 

referred  to  under  the  preceding  sub-head)  found 
not  to  be  in  all  respects  reasonably  lit  for  human 

habitation  .  70 

2.  Remedy  of  Defects  during  the  Year  without  Service  of 
Formal  Notices  : — 

Number  of  defecive  dwelling-houses  rendered  fit  in  con¬ 
sequence  of  informal  action  by  the  Local  Authority 
or  their  Officers  .  57 

Action  under  Statutory  Powers  during  the  Year  — 

(a)  Proceedings  under  Sections  9,  10  and  16  of  the 

Housing  Act,  1936  : — 

(1)  Number  of  dwelling-houses  in  respect  of  which 

notices  were  served  requiring  repairs  .  4 

(2)  Number  of  dwelling-houses  which  were  rendered 
lit  after  service  of  formal  notices  : — 

(a)  By  Owners  .  10 

(b)  By  Local  Authority  in  default  of  Owners  ...  0 

(b)  Proceedings  under  Public  Health  Acts  : — 

(1)  Number  of  dwelling-houses  in  respect  of  which 

notices  were  served  requiring  defects  to  be 
remedied  . 9 

(2)  Number  of  dwelling-houses  in  which  defects  were 
remedied  after  service  of  formal  notices  : — 

(a)  By  Owners  .  8 

(b)  By  Local  Authority  in  default  of  Owners  ...  0 

(c)  Proceedings  under  Sections  11  and  13  of  the  Housing 
Act,  1936  : — 

( 1 )  Number  of  dwelling-houses  in  respect  of  which 

Demolition  Orders  were  made  . 0 

(2)  Number  of  dwelling-houses  demolished  in  pur¬ 
suance  of  Demolition.  Orders  .  0 

(d)  Proceedings  under  Section  12  of  the  Housing  Act, 

1936  : — ■ 

(1)  Number  of  separate  tenements  or  underground 

rooms  in  respect  of  which  Closing  Orders  were 
made  .  0 

(2)  Number  of  separate  tenements  or  underground 

rooms  in  respect  of  which  Closing  Orders  were 
determined,  the  tenement  or  room  having  been 
rendered  fit  .  0 

4.  Housing  Act,  1936 — Part  IV — Overcrowding  : — 

(a)  (i)  Number  of  dwellings  overcrowded  at  the  end 

of  the  year  .  2 

(ii)  Number  of  families  dwelling  therein  . .  2 

(iii)  Number  of  persons  dwelling  therein  .  11 

(b)  Number  of  new  cases  of  overcrowding  reported 

during  the  year  .  1 

(c)  (i)  Number  of  cases  of  overcrowding  relieved 

during  the  year  . .  0 

(ii)  Number  of  persons  concerned  in  such  cases  ...  0 

(d)  Particulars  of  any  cases  in  which  dwelling-houses 

have  again  become  overcrowded  after  the  Local 
Authority  have  taken  steps  for  the  abatement  of 
overcrowding  .  1 

(e)  Any  other  particulars  with  respect  to>  overcrowding 
conditions  upon  which  the  Medical  Officer  of  Health 

may  consider  it  desirable  to  report  .  0 

SECTION  E. 

INSPECTION  AND  SUPERVISION  OF  FOOD. 

(a)  Milk  Supply.  T  here  have  been  229  inspections  of  farms 
and  dairies  during  the  year,  and  146  samples  of  milk  were  obtained 
for'  the  purpose  of  estimating  the  bagterial  content,  and  for 


detecting  the  presence  oi  tubercle  bacilli.  Owing  to  an  outbreak 
of  foot  and  mouth  disease  in  the  early  summer  in  an  adjoining 
area,  inspections  had  to  be  discontinued  for  a  time.  The  general 
condition  of  the  farms  and  cowsheds  have  been  mainly  up  to  the 
standard  required  from  milk:  producers,  and  a  reduced  number 
of  adverse  reports  have  been  received  of  the  samples  obtained. 

(b)  Meat  and  Other  Foods.  There  are  5  slaughterhouses  in 
th«  area.  These  have  been  regularly  inspected  by  the  Sanitary 
Officer,  and  have  generally  been  found  to  be  satisfactory. 
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(c)  Adulteration,  etc.  The  County  Authority  is  responsible  for 
the  administration  of  these  Acts. 

(d)  Chemical  and  Bacteriological  Examination  of  Food. 
Performed  at  the  County  Laboratories  at  Wakefield. 

(e)  Nutrition.  The  lectures  usually  delivered  during  Health 
Week  in  October  at  the  Elementary  Schools  were  not  given. 

(!)  Shell-fish  (Molluscan) .  There  are  no  shell-fish  beds  or 
layings  in  the  Area. 

SECTION  F. 

PREVALENCE  OF,  AND  CONTROL  OVER,  INFECTIOUS 

AND  OTHER  DISEASES. 

There  were  51  cases  of  infectious  diseases;  notified  during  the 
year.  In  1938  the  number  of  notifications  received  was  26  ;  part 
of  the  increase  was  due  to  the  fact  that  whooping  cough  has  now 
become  a  notifiable  disease,  in  addition  some  of  the  patients  were 
children  who  had  been  evacuated  into*  the  Area.  The  notified 
diseases  were  :  Scarlet  Fever,  10  cases  ;  Diphtheria,  15  cases  ; 
Pneumonia.,  6  cases  ;  Anterior  Polio-myelitis,  1  case  Erysipelas, 
2  cases  ;  Whooping  Cough,  11  cases  ;  Puerperal  Pyrexia,  1  case  ; 
Respiratory  Tuberculosis,  3  cases  ;  Other  Tubercular  Diseases,  2 
cases.  Most  of  the  cases  have  been  of  a  mild  type,  and  none  of 
them  had  a  fatal  termination.  lu  the  early  part  of  the  year, 


Systematic,  immunisation  was  performed  at  all  the  schools  in  the 
Area,  the  non-notifiable  infectious  diseases  were  not  abnormal  in 
number,  and  I  have  already  mentioned  that  there  was  only  one 
death  from  pneumonia. 


Notifiable  Diseases  (other  man  Tuberculosis)  during 

the  Year  1939. 

Disease. 

Total  Cases 
Notified 

Cases 
Admitted 
to  Hospital. 

Total  Deaths. 

Scarlet  Fever . 

10 

8 

0 

Diphtheria . 

15 

15 

0 
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0 

1 

Anterior 

Poliomyelitis 

1 

1 

0 

Erysipelas 

2 

1 

0 

Whooping  Congh 
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0 

0 

Puerperal  Pyrexia 

1 

1 

0 

Notified  Cases  under  the  following  Age  Groups. 
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1 

0 

0 

0 
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0 
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0 

0 

0 

0 
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0 

0 

1 

0 

0 

0 

Prevention  of  Blindness. 


Facilities  are  provided  by  the  County  Authority  for  all  cases 
of  disease  or  injury  to  the  eyes  to  have  specialist  treatment. 

Tuberculosis. 

1  here  have  been  no  cases  of  tuberculosis  notified  which 
required  action  to  be  taken  under  the  Public  Health  (Prevention 
of  .Tuberculosis)  Regulations,  1925,  or  under  Section  172  of  the 
Public  Health  Act,  1936. 


Tuberculosis. 

New  Gases  and  Mortality  during  1939. 

New  C 

'ases. 

D< 

?aths. 

Age 

Non- 

Non- 

Periods. 

Respii 

■atorv. 

Respiratory. 

• 

Respi 

ratory. 

Respii 

atory. 

M. 

F. 

M. 

F. 

M. 

F. 

M. 

F. 

0- 

0 

0 

0 

0 

0 

0 

0 

0 

1- 

0 

0 

i 

*. 

0  - 

0 

0 

0 

0 

5- 

0 

0 

0 

1 

0 

0 

0 

0 

15— 

1 

1 

0 

0 

0 

1 

0 

1 

25- 

0 

0 

0 

0 

0 

0 

0 

0 

35- 

0 

0 

0 

0 

9 

0 

0 

0 

45- 

0 

0 

0 

0 

0 

0 

0 

0 

35- 

1 

0 

0 

0 

O 

0 

0 

0 

< 


Factories  act,  193?. 

There  are  the  following  factories  in  this  Area  : — 


Blacksmiths  ...  ...  ...  ...  3 

Joiners  ...  ...  ...  ...  6 

Sawmills  ...  ...  ...  ...  2 

Cornmills  ...  ...  ...  ...  1 

Wheelwrights  ...  ...  ...  ...  2 

Plumbers  ...  ...  ...  ...  1 

Garages  ...  ...  ...  ...  5 

Cobblers  ...  ...  ...  ...  2 

Paper  Mills  ...  ...  ...  ...  1 

Quarries  ...  ...  ...  ...  2 


All  the  factories  have  been  visited  during  the  year,  the  total 
number  of  inspections  amounting  to  sixty-two. 

The  conditions  in  respect  to  cleanliness,  ventilation,  air-space 
sanitary  accommodation,  and  drainage  of  floors,  are  in  accordance 
with  the  Regulations.  There  is  no  out-work  performed  in  the  Area. 

The  Report  of  the  Sanitary  Inspector  follows. 

In  the  later  months  of  the  year,  Sanitary  Administration  has 
been  overshadowed  by  National  Emergency  Work.  This  work  has 
required,  the  attention  of  all  the  members  of  your  staff,  both  day 
and  night,  and  I  wish  to  testify  to  the  fact  that  at  all  times,  no 
matter  what  the  hour  was,  I  have  been  able  to  consult  and  obtain 
their  advice.  I  also  desire  to  thank  the  Chairman  and  Members 
of  the  Council  for  their  ready  help  whenever  sought. 

I  am,  Gentlemen, 


January  23rd,  1940. 


Your  obedient  servant, 

H.  WOLFE,  M.D.,  B.S.,  D.P.H. 


Whartedale  Rural  District  Council 

Rural  Council  Offices, 

Boro  ugh  gate, 

Otley. 

February,  1940. 

Mr.  Chairman  and  Members, 

It  is  in  distressing  and  difficult  times  that  I  present  to  you 
my  fourteenth  Annual  Report  upon  the  Sanitary  progress  in  your 
district  during  the  year  ended  31st  December,  1939. 

Prior  to  the  commencement  of  the  war,  schemes  for  the  various 
Air  Raid  Precautions  Services  had  been  formulated,  and,  since  the 
outbreak  of  war  on  the  3rd.  September,  a  great  deal  of  time  has 
been  spent  in  obtaining,  preparing  and  equipping  the  civil  defence 
personnel  in  readiness  for  any  emergency. 

Various  practices  have  been  held,  all  of  which  required  a 
great  deal  of  organisation,  and  these  will  be  resumed  in  the  very 
near  future. 

I  should  like  here  to  express  m y  appreciation  of  our  volunteer 
personnel  in  Wharfedale  for  their  willingness  to  assist  me  in  every 
possible  way,  very  often  at  great  personal  inconvenience — their 
willing  co-operation  has  been  invaluable. 

1  he  year  commenced  with  21  unabated  nuisances  from  1938, 
and  these,  together  with  a  further  236,  have  been  remedied  during 
the  year.  At  the  close  of  1939  there  were  9  nuisances  still  requiring 
attention. 

During  1938  we  were  fortunate  in  abating  all  ©utstancing 
cases  of  overcrowding,  but  during  1939  a  house  at  Pool  has  again 
become  overcrowded  by  reason  of  children  attaining  the  age  of 
ten  and  being  counted  as  whole  persons. 

The  overcrowding  of  these  premises  was  previously  abated 
by  the  removal  of  one  of  the  occupants,  and  possibly  the  matter 
can  again  be  dealt  with  in  the  same  way. 

At  Bramhope,  a  caravan  which  is  being  used  as  a  permanent 
residence  is  overcrowded,  and  Notice  has  been  served,  but  has 
not  yet  been  complied  with,  and  the  year  closed  with  these  two 
cases  of  overcrowding  still  outstanding. 

In  the  first  half  of  the  year,  building  proceeded  fairly  rapidly 
at  Bramhope,  where  over  100  houses  of  t}rpes  varying  from  £500 
to  £2,000  were  erected,  but  since  September.,  when  war  broke  out, 
only  the  houses  already  commenced  have  been  completed,  and 
building  is  now  more  or  less  at  a  standstill. 

Arthington. 

Development  in  this  township  has  been  almost  negligible,  only 
3  houses,  situate  to  the  east  of  Breary  Farm  on  the  High  Ridge 
Estate,  having  been  erected  during  the  year. 

This  Estate,  as  reported  last  year,  is  not  linked  up  with  any 
sewage  system,  but,  fortunately,  I  have  not  received  any  complaints 
of  a  nuisance. 

The  small,  privately  owned,  sewage  works  at  Warren  Farm, 
which  now  only  treat  the  sewage  from  three  cottages  and  Warren 
Farm  H  ouse,  has  functioned  satisfactorily,  and  I  have  not  received 
any  complaint  of  the  discharge  of  sewage  into  the  stream. 

The  township  enjoys  very  satisfactory  services — the  old  portion 
of  the  village  has  a  private  and  adequate  water  supply  and  sewage 
system,  nd  receives  a  supply  of  electricity  from  the  Electrical 
Distribution  of  Yorkshire,  Limited. 

The  new  property  in  Creskeld  Lane,  on  the  Bramhope  Boundary, 
has  all  the  amenities  of  an  Urban  District,  water  and  gas  are 
supplied  by  the  Leeds  Corporation,  electricity  is  available,  and 
the  sewage  is  discharged  into  the  Pool  Works. 

The  property  to  the  west  of  Creskeld  Lane,  including  the 
Railway  Cottages  and  the  Wharfedale  Hotel,  has  a  private  supply 
of  water,  electricity  is  available,  and  the  sewage  is  treated  at  the 
Pool  Works.  There  is  not  a  supply  of  gas. 


The  Council  arrange  for  the  scavenging  of  the  whole  of  the 
township. 

Askwith. 

The  village  is  supplied  with  water  from  the  mains  of  the  Otley 
Council  by  a  system  of  pumping  which  was  provided  by  the  Council 
during  1936,  and,  apart  from  two  short  periods  when  certain  defects 
caused  a  temporary  shortage,  has  been  adequate  throughout  the 
year. 

During  the  summer  complaints  were  made  by  the  Rivers  Board 
of  the  dumping  of  refuse  in  the  East  and  West  Becks,  and  in 
order  to  abate  t lie  nuisance  arrangements  were  made  for  the  removal 
of  the  unsightly  materials  and  the  fixing  of  Notices  warning  the 
public  against  depositing  rubbish  so  as  to  pollute- the  water  course, 
and  there  has  not  been  any  further  cause  for  complaint. 

The  scheme  for  the  sewering  of  this  township,  to  which 
reference  was  made  in  my  last  Report,  was  approved  by  the 
Ministry  of  Health,  after  a  local  inquiry  in  April,  and  work  was 
commenced  in  November  ;  and  if  conditions  are  favourable,  it  is 
hoped  to  reach  completion  about  the  end  of  April  next. 

Upon  completion  of  the  scheme,  it  will  be  necessary  for  the 
various  properties  to  be  connected  to  the  new  sewer,  and  from 
inspections  f  have  made  of  existing  drains,  a  large  proportion  will 
have  to  be  relaid. 

Bramhope. 

In  this  township  development  was  fairly  rapid  up  to  September, 
102  houses  having  been  erected  during  1939  as  compared  with  43 
in  1938. 

There  are  still  many  acres  of  undeveloped  land — all  provided 
with  the  necessary  services — and  but  for  the  outbreak  of  war,  I 
feel  sure  that  the  township  would  very  quickly  have  become  a 
colony  of  new  property. 

In  order  to  serve  land  owned  by  the  Lawnsons’  Trustees,  the 
sewer  in  Sandy  Walk  has  been  extended  across  land  owned  by 
Messrs.  Coates  &  Shaw,  a  proportion  of  the  cost  of  which  was  borne 
by  the  Lawsons’  Trustees. 

The  extension  of  this  sewer  has  also  been  the  means  of  linking 
up  the  property  in  Sandy  Walk  with  the  main  sewage  system,  and 
the  abolition  of  the  septic  tank  into  which  the  sewage  formerly 
discharged. 

In  order  to  meet  the  requirements  of  new  property,  sewer 
extensions  have  also  been  carried  out  at  Hall  Drive,  The  Birches, 
The  Rowans,  Parkway  Estate  and  the  High  Ridge  Estate. 

The  sewer  along  the  surface  of  the  held  on  the  south  side  of 
the  Golden  Acre  Estate  was  found  to  have  been  damaged  by  frost, 
and  was  permitting  the  entrance  of  sewage  into  the  stream.  The 
matter  received  immediate  attention,  and  the  nuisance,  for  the  time 
being,  has  been  abated. 

The  whole  length  of  this  sewer  will  eventually  have  to  be 
relaid,  owing  to  its  shallowness  and  defective  condition,  but  as  the 
line  may  be  altered  as  the  estate  develops,  the  permanent  work  has 
been  left  in  abeyance. 

The  small  sewage  works  serving  Manor  House  and  Cottages  has 
undergone  repairs,  and  a  new  soakaway,  12  feet  deep,  has  been 
Excavated  and  filled  with  broken  stone  to  act  as  filtering  media. 

In  order  to  serve  a  new  dwelling,  the  6-inch  sewer  on  Bramhope 
Moor  has  been  extended  to  Stone  Trough  Hill.  The  work  was 
carried  out  by  the  Council  at  the  request  of  the  Architect,  and  the 
cost  thereof  was  repaid  by  the  owner  of  the  propertv. 

It  was  ascertained  that,  owing  to  the  unsatisfactory  stone 
covers  on  the  manholes,  a  large  amount  of  surface  water  was 
gaining  access  to  the  length  of  sewer  between  Coates'  Wood  and 
Hall  Drive,  and  the  owners  have  now  provided  suitable  iron  covers 
in  lieu  of  the  stone  slabs. 

In  September,  the  use  of  the  refuse  tip  at  Pool  Old  Bank, 
which  had  been  a  nuisance  for  some  considerable  time,  was  dis¬ 
continued,  and  the  Old  Quarry  at  Abbey  Farm  brought  into  use. 

The  Camp  Plantation  Sewage  Works  continue  to  discharge  a 


Satisfactory  effluent  into  the  stream,  although  during  rainy  periods 
there  are  occasions  when  the  works  are  taxed  to  their  lull  capacity, 
and  it  is  necessary,  therefore,  to  pay  regular  attention  to  the 
renewal  of  the  filtering  media. 

The  cesspool  into  which  the  drains  from  the  Craven  Institute 
previously  discharged,  has  now  been  abolished,  and  new  drains  have 
been  laid  and  connected  to  the  Council's  sewer  in  Old  Bramhope 
Lane. 

The  township  is  efficiently  sewered,  gas  and  water  are  supplied 
by  the  Leeds  Corporation,  electricity  is  available,  and  the  scavenging 
is  carried  out  by  the  Council's  Contractor. 

Carlton. 

Reports  were  received  of  an  inadequate  supply  of  water  to  farms 
at  West  Carlton,  and  it  was  found  that  the  shortage  was  due  to  a 
reduction  in  the  pressure,  caused  by  the  water  from  the  mains  being 
used  in  the  sinking  of  a  bore  hole  on  the  Harrogate  Road  near 
the  Carlton  boundary  at  Novia  Plantation. 

The  pressure  has  .since  been  restored,  and  I  have  not  received 
any  further  complaints. 

There  are  two  privately  owned  sewage  works  which  serve  the 
village,  and  these  continue  to  function  satisfactorily. 

Electricity  is  available  from  the  mains  of  the  Electrical  Distri¬ 
bution  of  Yorkshire,  Limited. 

The  Council  do  not  carry  out  the  scavenging  of  this  township, 
and  each  occupier  is  responsible  for  the  disposal  of  his  own  refuse. 

Clifton- with-Norwood. 

This  township  is  purely  agricultural,  consisting  mainly  of 
farms,  about  20  of  which  are  now  connected  to  the  water  main 
laid  by  the  Leeds  Corporation  in  1936,  and  from  which  an  adequate 
and  wholesome  supply  of  water  is  obtained. 

The  only  alteration  of  note  is  the  renovation  of  Norwood  Hall, 
which  has  been  made  into  a  charming  country  residence,  and  is 
occupied  by  a  Leeds  business  man. 

Denton. 

The  supply  of  water  to  a  farm  in  this  township  is  still  not 
satisfactory,  although  several  attempts  have  been  made  to  prevent 
pollution. 

The  question  is  now  being  considered  by  an  engineer  called  in 
by  the  owners,  and  it  is  hoped  that,  during  the  current  year, 
this  long-standing  nuisance  will  be  abated. 

In  order  to  prevent  pollution  of  a  further  private  supply, 
the  walls  and  covers  of  the  collecting  well  have  been  raised  nine 
inches  above  the  level  of  the  ground. 

Three  houses  attached  to  farmsteads  have  undergone  thorough 
repairs,  and  in  two  instances  baths,  hot  water  systems,  and  w.c’s 
have  been  installed. 

Fewston. 

During  the  summer  complaints  were  received  of  an  alleged 
shortage  of  water  to  certain  farms  in  this  area,  and  in  August  a 
petition  was  signed  by  a  section  of  the  ratepayers,  asking  the 
Council  to  provide  a  fresh  supply  of  water. 

Along  with  the  Chairman  of  the  Sanitary  Committee,  an 
inspection  was  made,  when  it  was  found  that  the  existing  supply 
of  water  was  sufficient  for  domestic  purposes,  and  it  was  decided 
that,  owing  to  the  property  being  so  very  scattered,  the  cost  of 
a  scheme  was  prohibitive,  and  the  matter,  for  the  present  at  any 
rate,  has  been  left  in  abeyance. 

Nesfield-with-Langbar. 

The  water  supply  to  this  township  has,  for  some  considerable 
time,  been  unsatisfactory,  but  I  am  pleased  to  be  able  to  report 
that  the  scheme,  to'  which  reference  was  made  in  my  last  Report, 
has  now  been  completed. 

The  water  is  obtained  from  the  main  of  the  Ilkley  Council  at 
Nesfield  Court,  and  from  this  point  is  carried  through  the  village 
by  means  of  a  1-inch  copper  service  pipe,  with  |-inch  branches  to 
each  property. 

Altogether  17  houses  have  been  connected  to  the  main,  and  an 


adequate  and  wholesome  supply  of  water  is  now  obtained. 

The  residents  much  appreciate  this  new  service,  which  is  a 
great  improvement  on  the  old  method  of  carrying  water  from  the 
village  pump — in  some  instances  a  distance  of  70  to  80  yards. 

-During,  the  year  a  complaint  was  again  received  respecting  the 
unsatisfactory  effluent  discharging  into’  the  stream  from  the  Leeds 
School  Camp. 

The  matter  was  reported  to  the  Education  Authorities,  who 
provided  fresh  filtering  media  and  cement  rendered  the  walls  of  the 
bacteria  bed.  In  addition,  a  bed  of  broken  stone  has  been  provided 
through  which  the  sewage  receives  final  treatment,  and  the  effluent 
now  appears  to  be  satisfactory. 

At  the  commencement  of  the  war,  the  Camp  was  used  for 
accommodating  70  to  80  evacuated  children,  but  after  consultation 
with  the  Leeds  School  Medical  Officer  and  an  Inspector  from  the 
Ministry  of  Health,  when  I  pointed  out  that,  owing  to  the  absence 
of  adequate  heating  and  bathing  arrangements,  the  premises  were  not 
suitable  during  the  winter  months,  the  children  were,  therefore, 
moved  into  the  Ilkley  Area. 

The  Council  have  made  arrangements  for  the  scavenging  of  the 
district,  which  has  been  carried  out  satisfactorily  throughout  the 
year. 

Newall- with -Clifton. 

The  question  of  a  satisfactory  supply  of  water  to  this  township 
is  still  receiving  attention. 

During  the:  summer  the  filter  bed  at  what  is  known  as  Wilkin¬ 
son’s  Reservoir  was  cleaned  out  and  new  filtering  media  provided, 
and  although  the  sample  of  water  submitted  for  analysis  after  the 
work  was  completed  did  not  come  up  to  the  standard  required  by 
the  Ministry  of  Health,  it  showed  a  vast  improvement  on  the 
samples  analysed  prior  to  the  carrying  out  of  the  work. 

At  the  (Suggestion  of  the  late  Chairman  of  the  Public  Health 
Committee,  the  advice  of  the  Engineers,  Messrs.  Silcock  &  Simpson, 
was  sought,  when,  it  was  suggested  that  land  at  Black  House  Farm 
be  excavated  in  order  to  test  the  flow  of  several  surrounding  springs. 

The  necessary  work  was  carried  out,  the  flow  tested,  and  samples 
of  the  water  taken  for  bacteriological  examination,  but  it  was  found 
that  neither  the  quantity  nor  quality  of  the  water  was  satisfactory, 
and  the  matter  is  still  under  consideration. 

In  compliance  with  Notices,  extensive  repairs  have  been  carried 
out  to  cottage  property  in  the  village,  and  although  the  dwellings 
are  now  structurally  in  good  condition,  the  absence  of  a  wholesome 
supply  of  water  is  a  disadvantage. 

The  treatment  of  sewage  from  this  township  is  by  land  irri¬ 
gation  in  a  field  at  the  .south  end  of  the  village,  and  the  effluent 
is  lost  sight  of  before  it  reaches  the  stream. 

This  mehod  of  treatment  does  not  create  any  nuisance,  but 
it  makes  the  land  upon  which  the  sewage  is  discharged  unsuitable 
for  grazing  cattle. 

The  sewage  from  Old  Hall  Farm,  which  previously  discharged 
on  to  land  within  100  yards  of  the  village  pump  and  water  supply, 
now  discharges  into  a  6-inch  pipe  which  has  been  laid  and  connected 
to  the  village  sewerage  system. 

A  water  closet  and  urinal  have  been  provided  at  the  Roebuck 
Inn  in  lieu  of  the  inadequate  and  unsatisfactory  privy,  and  the 
privies  serving  Roebuck  Terrace  have  been  repaired. 

The  drains  from  two  houses  at  Carr  Bank  which  previously 
discharged  into'  a  cesspool  have  now  been  connected  to  the  sewer 
of  the  Otley  Council,  and  the  use  of  the  cesspool  has  been 
discontinued. 

Two  water  closets  have  been  provided  to  this  property  in  lieu 
of  the  privies  which  were  formerly  in  use. 

The  Council  arrange  for  the  necessary  scavenging  services. 

Pool. 

During  the  year  12  houses  have  been  erected,  8  of  which  were 
in  substitution  for  the  four  wooden  bungalows  demolished  in  1938 
in  compliance  with  Notices  from  the  Council. 


ISiew  drains  and  a ;  length  of  6-inch  sewer  have  teen  laid  to 
serve  belli  this  and  adjoining  old.  property. 

1  he  old  dilapidated  and  unsightly  buildings  at  the  junction  of 
Pool  Bank  and  Harewood  Road  have  been  demolished  in  compliance 
with  a  Notice,  and  the  appearance  of  the  isite  is  now  greatly 
improved. 

1  he  sewage  works  have  not  functioned  quite  as  satisfactorily 
as  in  previous  years,  due  to  the  fact  that  owing  to  the  very  heavy 
rains  during  the  summer,  and  consequent  floods,  it  was  impossible 
to  carry  out  the  usual  ploughing  of  the  beds. 

Mr.  Simpson,  of  Messrs.  Silcock  &  Simpson,  very  generously 
offered  to  inspect  the  works,  and  in  his  report  he  suggested  that 

(1)  the  beds  be  turned  over  toi  a  depth  Of  18  inches  to  24  inches, 

(2)  a  land  drain  lie  laid  along  the  side  of  the  east  fence,  and  (8)  the 
provision  of  a  gauge  in  order  that  the  flow  of  sewage  passing  through 
the  works  could  be  periodically  tested,  and  it  has  been  decided 
to  carry  out  the  engineer’s  suggestions. 

In  my  last  Report  I  stated  that  the  refuse  tin  was  almost  full, 
and  that  as  it  was  becoming  dangerous  to  tip  refuse  on  the  river 
side,  an  alternative  site  would  have  to  be  found. 

I  discussed  the  matter  with  the  owners  of  the  present  tip, 
who  kindly  gave  me  permission  to  use  a  further  portion  of  land, 
and  this,  for  the  time  being,  has  solved  a  difficult  problem,  as 
land  in  this  township,  suitable  for  tipping,  is  difficult  to  obtain. 

Ou  ing  to  defects,  it  has  been  necessary  to  relay  a  length  of 
sewer  in  Quarry  Farm  Lane,  and  a  new  manhole  cover  has  been 
provided  on  the  sewer  in  Park  Mount,  to  replace  one  broken  by 
the  passing  of  traffic. 

Fibrous  growth,  which  was  causing  an  obstruction,  has  been 
removed  from  the  sewer  in  Old,  Pool  Bank. 

Two  houses  at  Pool  Bank  have  undergone  repairs  and  are  now 
in  a  satisfactory  condition. 

The  township  has  an  abundant  supply  of  wholesome  water  from 
private  sources  and  from  the  mains  of  the  Leeds  Corporation,  and 
is  efficiently  sewered.  Electricity  is  available,  but  there  is  not  a 
supply  of  gas. 

'  The  Council  arrange  for  scavenging  services,  which  are  carried 
out  regularly  and  satisfactorily. 

Timble  Great. 

In  this  township  the  Council  have  a  small  water  undertaking 
which  serves  about  20  premises. 

During  the  year  a  sample  of  water  has  been  submitted  for 
bacteriological  examination,  and  the  report  of  the  analyst  shews 
that  the  supply  is  satisfactory  and  suitable  for  domestic  purposes. 

On  one  or  two  occsions  there  has  been  a  shortage  of  water, 
due  to  bursts  and  defective  valves,  and  in  each  instance  the  matter 
has  received  immediate  attention. 

Notice  has  been  served  requiring  the  provision  of  a  supply  of 
water  to  farm  premises  in  the  village,  but  at  the  end  of  1939  the 
Miatter  was  still  outstanding. 

FACTORIES  ACT,  1937. 

The  Factories,  in  which  two  or  more  persons  are  employed 
(formerly  known  as  Workshops) ,  have  been  visited  on  several 
occasions  during  the  year,  and  their  sanitary  condition,  lighting, 
ventilation,  cubic  capacity,  water  supply  and  sanitary  accommoda¬ 
tion  has  been  noted. 

It  has  not  been  necessary  to  report  unsatisfactorily  in  any 
instance. 

There  is  only  one  Mill  Chimney  in  the  district,  to  which 
Lancashire  boilers  are  attached  and  used  for  obtaining  hot  water 
necessary  for  the  commodities  manufactured,  and  it  has  not  been 
necessary  to  report  the  emission  of  black  smoke  on  any  occasion. 

I  am  pleased  to  be  able  to  state  that  it  has  not  been  necessary 
for  H.M.  Inspector  to  report  unsatisfactorily  in  any  instance. 

The  total  number  of  inspections  carried  out  during  the  year 

is  62. 


SLAUGHTERHOUSES. 


The  number  of  slaugherhouses  in  the  area  remains  unchanged, 
and  they  are  situate  as  follows  : — < 


B  ram  hope  .  1 

Pool  .  1 

Langbar  . 2 

Norwood  .  1 


From  reference  to>  the  Table  of  Carcases  Inspected,  etc.,  which 
is  set  out  ,in  the  Medical  Officer’s  Report,  it  will  be  seen  that  the 
number  of  animals  slaughtered  has  again  considerably  increased. 

This  is  due  to  a  wholesale  and  retail  butcher  from  a  neigh¬ 
bouring  authority  making  use  of  two  of  the  slaughterhouses,  and 
to  the  fact  that  a  Leeds  lirm  of  pork  butchers  have  been  slaughtering 
pigs  at  Bra mh ope. 

There  has  also  been  an  increase  in  the  number  of  pigs 
slaughtered  on  private  premises,  principally  farms,  and  whenever 
possible  inspections  have  been  carried  out. 

The  premises  generally  have  been  kept  in  a  clean  condition, 
and:  the  animals  slaughtered  have  been  of  good  quality. 

The  total  number  of  inspections  is  180,  and  owing  to  the 
irregular  hours  of  slaughter,  many  of  these  have  been  carried  out 
during  the  evening. 

Owing  to  an  outbreak  of  Foot  and  Mouth  Disease  in  a  neigh¬ 
bouring  Authority,  slaughtering  during  the  month  of  June  was 
carried  out  wherever  possible — on  farms  in  fields,  etc. — and  during 
this  period,  owing  to>  the  danger  of  spreading  infection,  inspections 
were  very  difficult. 

In  four  instances  it  has  been  necessary  to  seize  the  whole  or 
parts  of  carcases,  and  they  are  as  follows  : — 


Township. 
Bramhope  .. 
Bramhope  .. 
Bramhope  . . 
Bramhope  . . 


Reason  for 

Amount  Destroyed.  Destruction. 

Whole  carcase  (calf)  .  Inflammation. 

Whole  carcase  (calf)  .  Inflammation. 

Whole  carcase  (calf)  .  Inflammation. 

Part  of  carcase  (180  lbs.  beast)  Tuberculosis. 


WATER  MAIN  EXTENSIONS. 


During  the  year  the  following  extensions  to  water  mains  have 
been  carried  out  : — 


Arthington  .  387  yards  4qn  main 

Bramhope  .  208  yards  4-in.  main 

Leathlev  .  28  yards  3-in.  main 

Nesfield  . 363  yards  1-in.  main 

Nesfield  .  106  yards  f-in.  main 

Nesfield  .  64  yards  ^-in.  main 

Fourteen  samples  of  water  have  been  taken  for  bacteriological 

examination,  the  reports  upon  which  are  as  follows  : — 

Parish.  Number.  Result. 


Denton. 

Yarnett  House  Farm  .  4 

Yarnett  House  Farm  .  3 

Clifton. 

1.  Village  Pump  .  1 

2.  Westroyd  (private  reservoir 

supply)  .  1 

3.  Roebuck  Pump . 1 

4.  Well  at  Gamekeeper’s  Cottage  1 

5.  Drain  near  Black  House  Farm  1 

6.  Spring  at  Black  House  Farm  1 

Timble  Great. 

Spring  serving  village  .  1 


Slight  Pollution. 
Polluted. 


Polluted. 

Polluted. 
Polluted . 
Polluted. 
Polluted. 
Polluted. 


Satisfactory. 


1  have  not  taken  any  samples  of  water  for  chemical  analysis. 

The  supply  of  water  to  Yarnett  House  Farm,  Denton,  continues 
to  be  unsatisfactory,  although  work  has  been  carried  out  at  the 
well  to  try  and  prevent  pollution. 

The  samples  taken  early  in  the  year  shewed  only  a  very  slight 
pollution,  but  later  samples  were  not  so  satisfactory. 

The  owners  of  the  farm  have  now  obtained  the  services  of  a 
civil  engineer,  and  it  is  hoped  that  he  will  be  able  to  present  a 
solution  of  the  problem. 

The  samples  from  Clifton  numbered  1,  2  and  3  are  from  the 
present  supplies  to  the  village,  and  although  in  each  instance  work 
has  been  carried  out  to  try  and  prevent  pollution,  the  services 
are  still  not  satisfactory. 

Messrs.  Silcock  <C  Simpson,  Engineers,  of  Leeds,  have  been 
called!  in  to  advise  as  to  the  question  of  the  provision  of  a  fresh 
supply  of  water,  and  the  samples  numbered  4,  5  and  6  were 

obtained  for  testing  the  purity  of  the  various  springs. 

As  will  be  observed,  these  are  polluted,  and  the  matter  is 
still  under  consideration. 

At  Nesfield  the  scheme  to  which  reference  was  made  in  my 
last  Report  has  been  completed,  and  the  township  can  now  enjoy 
the  advantages  of  a  wholesome  and  adequate  supply  of  water. 

The  service  at  Timble  has,  on  one  or  two  occasions,  been 
intermittent,  owing  to  bursts  in  the  main  and  leaking  and  corroded 
valves. 

The  bursts  were  immediately  repaired  and  new  valves  fixed, 
and  the  supply  has  since  been  fairly  satisfactory. 

At  Askwith  there  was  a  temporary  shortage  of  water,  due  to 
the  electric  switch  to  the  pump  being  out  of  action,  but  the  supply 
was  quickly  restored  by  the  use  of  the  hand  switch,  pending  the 
repair  of  the  electric  one. 

Later  in  the  year  there  was  a  further  temporary  shortage, 
due  to  a  defect  on  the  Otley  main,  but  the  matter  was  quickly 
remedied  and  the  supply  again  restored. 

SEWER  EXTENSIONS. 

During  the  year  the  following  sewer  extensions  have  been 


carried  out 
Bramhope  : — 

Stone  Trough  Hill  . 84  yards  6-in.  pipes 

The  Birches  and  Sandy  Walk  .  30  yards  6-in.  pipes 

155  yards  9-in.  pipes 

The  Rowans  .  79  yards  4-in.  pipes 

Parkway  Estate  . 237  yards  6-in.  pipes 

Hall  Drive  .  285  yards  6-in.  pipes 

High  Ridge  Estate  (New  Road)  .  70  yards  6-in.  pipes 

Pool  Bank  : — 

Groves  Terrace  .  85  yards  6-m.  pipes 

SEWERS  RE-LAID. 

Valley  View,  Pool  Bank  .  15  yards  4-in.  pipes 

Quarry  Farm  Lane,  Pool  Bank  .  10  yards  4-in.  pipes 


MILK  AND  DAIRIES  ORDER,  1926. 

Durum  the  year  I  have  made  229  inspections  of  premises 
registered  'under  the-  qbove  Order,  64  of  which  were  carried  out 
along  with  the  Government  Veterinary  Inspector. 

\  steady  increase  has  been  made  m  the  registration  of 
producers  of  “  Accredited  ”  milk,  the  number  now  registered  being 
51,  as  again sifT  1  in  1938- 


fhe  number  of  “  Tuberculin  Tested  ”  producers  is  the  same 
as  last  year,  viz.,  2. 

As  in  previous  years,  samples  of  milk  have  periodically  been 
taken  from  these  premises  to  see  if  they  pass  the  precribed  tests, 
and  the  reports,  generally,  have  been  .satisfactory. 

In  the  table  of  cows  in  the  district,  the  number  of  milk  cows 
is  shewn  as  3,023,  of  this  total  126  are  used  for  butter  making 
and  calf  rearing  purposes,  leaving  2,897  for  supplying  milk  to  the 
neighbouring  districts  of  Harrogate,  Leeds,  Otley  and  Bradford. 

It  is  estimated  that  a  cow  produces  about  2  gallons  of  milk 
a  day,  so  that  we  in  Wharfedale  are  distributing  5,794  gallons  of 
milk  a  day,  and  2,114,810  gallons  a  year. 


The  reconstruction  and  repairs  to  mistals  continues  steadily, 
19  premises  having  undergone  alterations  during  the  year,  as 
compared  with  17  in  1938  and  21  in  1937. 

They  are  as  follows  : — 


Caley  Hall  Farm,  Pool.  These  premises  now  supply 
Accredited  "  milk,  and  in  accordance  with  the  requirements  of 
the  County  Council,  four  of  the  mistals  have  been  provided  with 
additional  ventilation.  It  was  also'  intended  to  provide  roof  lights, 
but  as  the  owner  proposes  removing  and  raising  the  roof,  this 
requirement  has  been  left  in  abeyance. 

A  new  cooling  house  has  been  erected  with  stone  walls  rendered 
internally  with  cement,  and  a  concrete  floor  and  roof. 

Holt  Farm,  Arthington.  An  old  stone  cattle  shed  has  been 
rebuilt  and  enlarged  in  order  to  house  32  head  of  cattle.  Concrete 
floors  have  been  laid,  concrete  stand  divisions  fixed,  and  the  walls 
rendered  in  cement. 

Wydra  House  Farm,  Fewston.  Both  the  dwelling  and  the  farm 
buildings  have  undergone  extensive  alterations  and  repairs. 

The  mistal  has  been  gutted,  new  concrete  floors  laid,  new 
concrete  stand  divisions  fixed,  the  walls  rendered  in  cement,  and 
additional  light  and  ventilation  provided. 

The  dwelling  has  been  provided  with  hot  and  cold  water,  a 
new  bath  and  lavatory  have  been  installed,  and  new  firegrates 
fixed. 

New  drains  and  a  septic  tank  have  also  been  provided. 


Watson  House  Farm,  Norwood.  These  premises,  which 
formerly  were  used  solely  for  rearing  young  stock,  have  recently 
been  purchased  by  the  Leeds  Corporation. 

The  house  and  farm  buildings  have  been  connected  to  the 
Norwood  water  main,  and  a  hot  water  system,  bath  and  w.c.  have 
been  installed  in  the  dwelling. 

The  walls  of  the  mistal  to  hold  7  head  of  cattle  have  been 
cemented  to  a  height  of* 4  ft.  6  in.,  additional  light  and  ventilation 
has  been  provided,  new  concrete  floors  laid,  and  feeding  troughs 
fixed . 

New  drains  and  a  septic  tank,  to  serve  both  the  house  and 
farm  premises,  have  also  been  provided. 

Moor  End  Farm,  Middleton.  Whilst  these  premises  are  not 
used  for  milk  production,  the  owner  has  carried  out  extensive 
repairs  and  alterations  in  connection  with  the  farm  dwelling,  and 
has  also  made  suitable  provision  for  the  housing  of  the  farm 
labourer. 

The  whole  of  the  house  floors  have  been  relaid,  hot  water, 
bath  and  w.c.  installed,  new  drains  and  septic  tank  provided,  and 
suitable  cooking  range  fixed. 

Owing  to  the  floor  of  the  living  room  being  below  the  ground 
level,  and  consequently  continually  being  damp,  a  dry  area  has 
been  provided  along  the  west  side  of  the  building. 

Lane  Ends  Farm,  Middleton.  A  new  stone-built  dairy  and 
cooling  house  has  been  constructed,  and  a  large  portion  of  the 
surface  of  the  farm  yard  has  been  concreted. 


Crook  Farm,  Denton.  A  building  formerlv  used  for  young 
stock  has.  been  gutted  and  made  to  house  10  head  of  dairy  cattle. 

New  concrete  floors  have  been  laid,  concrete  stand  divisions 
fixed,  a  new  doorway  broken  through  the  gable  wall,  and  additional 
windows  provided. 

A  new  drain,  50  yards  in  length,  has  been  laid  and  connected 
to  the  septic  tank. 

Beech  House  Farm,  Langbar.  One  mistal  has  been  recon¬ 
structed  to  house  8  head  of  dairy  cattle.  New  windows  and 
ventilators  have  been  provided,  new  concrete  floors  laid  and  stand 
divisions  fixed. 

1  lie  premises  which  formerly  were  used  as  a  kitchen  have  been 
converted  into  a  suitable  dairy  and  cooling  house. 

Grange  Farm,  Carltcn.  Four  mistals  have  undergone  extensive 
repairs,  new  concrete  floors  have  been  laid,  new  concrete  feeding 
troughs  and  stand  divisions  fixed,  additional  windows  and 
ventilators  provided,  and  a  new  sterilising  and  cooling  room  built. 

None-Go-Byes  Farm,  Carlton.  The  floors  of  the  mistal  have 
been  taken  up  and  relaid  in  concrete,  new  stand  divisions  fixed 
a  9-in.  brick  wall  built  at  the  front  of  the  stands,  and  the  roof 
purlins  repaired.  In  addition,  a  part  of  the  yard  surface  has  been 
concreted. 

1  he  roof  at  the  back  of  the  dwelling  has  been  removed  and 
refixed,  and,  in  order  to  obtain  a  greater  pitch,  the  walls  have 
been  raised.  In  addition,  new  roof  beams  have  been  provided  and 
the  interior  walls  and  ceilings  have  been  replastered. 

Ashfield  Farm,  Leathley.  A  new  brick  cooling  and  sterilising 
room  has  been  built,  and  additional  light  and  ventilation  provided 
in  the  mistals. 

Covey  Hall  Farm,  Weston.  The  premises  formerly  used  as  a 
stable  have  been  gutted  and  made  to  house  6  head  of  cattle.  New 
concrete  floors  have  been  laid  and  stand  divisions  fixed  and  new 
feeding  troughs,  windows  and  ventilators  provided. 

Lindley  Farm,  Stainburn.  Premises  which  previously  were  used 
as  a  store  shed  have  been  renovated  and  made  suitable  for  housing 
10  head  of  dairy  cattle.  Concrete  floors  have  been  laid,  concrete 
feeding  troughs  fixed,  additional  windows  and  ventilators  provided, 
and  the  walls  rendered  in  cement. 

White  Crag  Farm,  Timble.  Some  time  ago  the  mistal  was  made 
suitable  for  housing  dairy  cattle,  but  it  was  not  until  this  year 
that  the  necessary  dairy  and  cooling  house  was  provided.  For  this 
purpose  a  small  store  shed  has  been  brought  intb  use,  and  has  been 
provided  with  additional  light  and  ventilation:,  a  concrete  floor  and 
walls  rendered  in  cement.  A  piped  supply  of  water  has  also  been 
laid  to  the  building. 

Bents  House  Farm,  Fewston,.  The  mistal,  which  formerly  was 
used  for  housing  and  rearing  young  stock,  has  been  gutted.  New 
concrete  floors  have  been  laid  in  lieu  of  the  open  jointed  paved 
floor,  new  concrete  stand  divisions  fixed,  the  walls  rendered  in 
cement  4  ft.  6  in.  high  and  additional  light  and  ventilation 
provided. 

A  new  cooling  house  has  been  erected  in  accordance  with  the 
requirements  of  the  Milk  and  Dairies  Order. 

Town  End  Farm,  Stainburn.  An  old  dilapidated  stone 
building  has  been  demolished  and  a  new  mistal  erected  to  accommo¬ 
date  10  head  of  cattle.  The  necessary  concrete  floor,  feeding 
troughs,  windows  and  ventilators  have  been  provided,  and  the  walls 
have  been  rendered  with  cement. 

High  Braythorn  Farm,  Stainburn.  A  new  up-to-date  additional 
mistal  to  house  12  head  of  cattle  has  been  erected,  and  another 
building,  which  previously  was  used  for  young  stock,  has  been 
converted  into  a  mistal  to  house  a  further  12  head  of  cattle. 

These  premises  are  used  for  the  production  of  "  Accredited  ” 
mifk* 


Home  Farm,  Stainburn.  A  new  sterilising  and  cooling  room 
with  glazed  brick  interior  walls  lias  been  built,  and  a  mistal,  com¬ 
plete  with  concrete  lloors,  feeding  troughs,  adequate  light  and 
ventilation,  has  been  constructed  to  house  12  head  of  dairy  cattle. 

ddiese  premises'1  also  are  used  for  the  production  of  “Accredited” 
milk. 

Lower  Banks  Farm,  Stainburnj.  A  mistal  to  house  6  head  of 
cattle  has  been  reconstructed,  the  ceiling  having  been  raised  in 
order  to  allow  for  sufficient  ventilation  and  air  space,  the  necessary 
concrete  lloors,  feeding  troughs  and  stand  divisions  provided,  addi¬ 
tional  windows  and  ventilators  fixed,  and  the  walls  cemented  to  a 
height  of  4  ft.  6  in. 

The  following  table  shows  the  number  of  cows  kept  and  the 
samples  of  milk  taken  in  the  whole  of  the  Council's  area  : — 


District. 

No  of  ( 

tows 

Samples. 

In  Milk. 

Dry. 

Heifers. 

Total. 

Arthington 

228 

39 

65 

332 

7 

Askwith 

224 

47 

83 

354 

20 

Blubber- 

houses 

104 

31 

48 

183 

4 

Bramhope  ... 

212 

34 

5s 

304 

11 

Carlton 

211 

38 

51 

300 

1 

Castley 

191 

34 

32 

257 

11 

Clifton-w- 

Norwood 

1 55 

17 

138 

310 

1 

Denton 

171 

34 

49 

254 

5 

Farnley 

244 

50 

33 

327 

13 

Fewston  .^. 

78 

8 

60 

146 

m* 

Leathley 

192 

75 

43 

310 

4 

Lindley 

106 

31 

30 

167 

2 

Middleton  . . . 

38 

7 

14 

59 

3 

Nesfield-w- 

Langbar 

135 

10 

29 

174 

3 

Newall-w- 
Clifton  . . . 

72 

25 

22 

119 

5 

Pool 

94 

54 

28 

176 

27 

Stainburn  . . . 

359 

66 

88 

513 

23 

Timble 

57 

2 

80 

139 

— 

Weston 

152 

52 

40 

244 

6 

Total 

3023 

654 

. 

991 

4668 

146 

PETROLEUM  ACTS. 

The  number  of  Petroleum  Licences  granted  is  17,  which  is  a 
decrease  of  2  on  the  previous  year,  and  the  amount  of  Petroleum 
stored  is,  consequently,  less,  the  quantity  now  kept  being  27,200 
gallons,  as  compared  with  31,700  gallons  in  1939. 

There  is  only  one  Carbide  Licence,  and  the  amount  stored  is 
the  same  as  last  year,  viz.,  1,120  lbs. 

At  the  commencement  of  the  war,  a  circular  issued  by  the  Home 
Office  was  sent  to  all  holders  of  Petroleum  Licences,  setting  out 
the  necessary  precautions  to  be  taken  to'  safeguard  the  premises  in 
the  event  of  air  raids. 

All  premises-  have  been  inspected  on  several  occasions,  and 
conditions  have  been  found  to  be  quite  satisfactory. 


INFECTIOUS  DISEASES. 


The  following  notifications  have  been  received  during  i,he 


Scarlet  Fever  . 

10  Admitted  to  Hospital 

8 

Diphtheria  . 

.  15 

15 

Anterior  Poliomyelitis  .... 

..  1 

1 

Erysipelas  . 

■  2 

1 

Puerperal  Pyrexia  . 

1 

1 

Pneumonia  . 

6 

Whooping  Cough  . 

.  11 

Tuberculosis  (all  forms)  .. 

5 

Arrangements  have  been  made  for  fumigation  of  premises  and 


bedding  in  all  infectious  cases,  and  when  these  are  notified  from 
institutions  the  Authorities  themselves  often  carry  out  the  necessary 
fumigation,  but  in  private  cases  I  do  the  work,  and  during  the 
year  I  have  disinfected  the  following  premises  : — 

Reason  for  Disinfection.  Number 


After  notification  of  Scarlet  Fever  .  7 

After  notification  of  Diphtheria  .  2 

By  request  after  death  of  person  suffering  from 

Tuberculosis  .  1 

By  request  after  death  of  person  suffering  from 

Cancer  . . . , .  2 

By  request  after  removal  of  person  suffering  from 

Scabies  .  1 

Total  ...  13 


In  October,  Measles  and  Whooping  Cough  became  compulsorily 
notifiable,  and  since  that  date  1 1  cases  of  Whooping  Cough  have 
been  reported. 

At  the  commencement  of  the  year,  Diphtheria  was  prevalent 
•  in  surrounding  areas,  but  we  were  fortunate  in  having  only  a  few 
cases,  and  these  occurred  at  the  Middleton  Sanatorium. 

It  has  not  be  necessary  to  close  or  disinfect  any  Schools  on 
account  of  epidemic  illness. 

NUISANCES  ABATED. 


Privies  converted  to  water  carriage  system  ; .  3 

Privies  abolished  . ,..  4 

W.C’s  provided  in  lieu  of  privy  middens  .  9 

Additional  W.C's  provided  to  existing  property  .  2 

W.C's  provided  to  new  property  .  123 

Dustbins  provided  to  new  property  .  123 

Dustbins  provided  in  lieu  of  privy  middens,  etc .  2 

Pail  Closets  repaired  .  1 

Urinals  provided  .  1 

Privies  repaired,  etc .  9 

Water  closets  repaired,  etc .  4 

Defective  sewers  repaired  or  relaid  .  3 

Obstructions  removed  from  sewers  .  6 

Defective  drains  relaid  or  new  drains  provided  .  6 

Obstructions  removed  from  drains  .  1 

Drains  connected  to  sewer  which  previously  discharged  on  to 

land  .  2 

Drains  connected  to  sewer  which  previously  discharged  into 

cesspools  .  2 

Drains  connected  to  sewer  which  previously  discharged  into 

septic  tanks  . 6 

Septic  tanks  abolished  .  1 


Septic  tanks  provided  to  treat  sewage  effluents  . 

Additional  inspection  chambers  provided  on  sewers  . 

New  inspection  chamber  covers  provided  in  lieu  of  broken 
or  defective  ones  . 

Nuisances  caused  by  discharge  of  sewage  on  to  land  . 

Sewage  dykes  cleaned  . 

Nuisances  caused  by  pollution  of  streams  with  sewage  . 

Sewage  grips  provided  to  treat  sewage  effluent  . 

Land  tiles,  drains,  etc.,  laid  to  abate  nuisances  caused  by 
discharge  of  excess  surface  water  . 

Cesspools  repaired  or  cleansed  . 

New  cesspools  provided  to  treat  sewage  effluent  . . 

Cesspools  abolished  . 

Sewage  works  repaired  or  cleaned  . . — 

Nuisances  caused  by  obstructed  streams  . 

Nuisances  caused  by  flood  water  . 

Refuse  tip  nuisances  . 

Defective  bridges  repaired  . 

Nuisances  caused  by  accumulation  of  manure  . . . 

Middensteads  provided  to  abate  nuisances  caused  by  accumu¬ 
lations  of  manure  . 

Nuisances  caused  by  keeping  of  pigs  in  unsuitable  premises... 

Piggeries  repaired  . 

Dangerous  buildings  repaired  . .* _ 

Defective  and  dangerous  buildings  demolished  . 

Week-end  dwellings  removed  . 

Houses  provided  with  fresh  supply  of  water  as  a  result  of 

previous  supply  being  inadequate  or  polluted  . 

Reservoirs  repaired  and  provided  with  fresh  filtering  media... 
Defective,  obstructed  or  burst  water  mains  and  services 

repaired  . 

Water  wells  repaired  . . 

Water  valves  repaired  or  renewed  . 

Water  pumps  repaired  . 

Water  well  covers  raised  to  prevent  pollution  . 

Internal  house  walls  replastered  or  repaired  . . . 

External  house  walls  repointed  or  repaired  . 

House  and  bedroom  ceilings  replastered  or  repaired  . 

House  and  bedroom  floors  repaired  or  relaid  . 

House  roofs  repaired  . 

Chimney  stacks  repaired,  repointed  or  rehashed  . 

Defective  eaves  troughs  repaired  or  renewed  . 

Rain  water  pipes  repaired'  or  renewed  . 

Ventilation  shafts  repaired  or  renewed  . 

Rooms  provided  with  additional  light  and  ventilation  . 

Bathrooms,  etc.,  installed  in  existing  houses  . 

Washing  coppers  repaired  or  renewed  . 

Defective  sinks  repaired  or  renewed  . . 

Defective  cooking  ranges  and  firegrates  repaired  or  renewed" 

House  paths  or  yards  repaired  or  resurfaced  . 

Handrails  provided  to  staircases . 


6 

9 


8 


7 

2 

3 

1 

3 

2 

1 

9 


3 

3 


3 


3 
1 
8 

1 

6 

5 

1 

1 

2 

18 

1 

8 

1 

4 
2 
2 
7 
7 
1 
9 

10 

3 
2 

4 
1 

4 

5 
2 
3 

11 

15 

1 


NOTICES  SERVED. 

Public  Health  Act,  1936. 

Section  93  .  5 

Section  58  .  1 

Section  44  . 1 

Notice  re  waste  of  water  .  1 

Section  138  .  1 

Section?  79  and  276  . 4 


Section  39  .  ^ 

Sections  15  and  16  . . .  1 

Preliminary  Notices  and  Letters  .  86 

Housing  Acts. 

Section  9  (1936)  .  4 

Preliminary  Notices  and  Letters  . •. .  15 

Milk  and  Dairies  Order. 

Notice  of  Breach  of  Regulations  .  1 

Preliminary  Notices  re  Limewashing  .  230 

fetters,  etc .  14 

Rats  and  Mice  Destruction  Act,  1919. 

Notices  under  Section  1  .  259 

INSPECTIONS. 

Slaughterhouse  Inspections  .  180 

Drain  and  Sewer  Inspections  .  266 

Farm  Inspections  .  229 

Factory  Inspections  .  62 

Inspections — Housing  Acts  .  159 

Inspections — Public  Health  Acts  .  358 

Houses  Disinfected  . .  13 

Schools  Disinfected  .  — 


Acting  on  the  advice  received  at  a  Conference  held  in  Bradford, 
when  the  Deputy  Controller  of  Salvage  from  the  Ministry  of  Health 
spoke  on  the  importance  of  the  salvage  of  materials  from  refuse 
dumps,  the  scavenging  Contractor  has  been  requested  to  assist  the 
country  in  every  possible  way  by  the  reclamation  of  all  materials 
which  might  be  of  use.  in  these  difficult  times. 

The  past  year  has  been  the  most  difficult  one  since  I  came 
to  Wharf edale. 

It  began  in  an  atmosphere  of  international  uncertainty  which 
undoubtedly  affected  the  builders  and  the  public,  with  the  inevitable 
result  that  progress  was  arrested. 

Whilst  the  activities  of  my  department  have  not  been  normal, 
a  very  great  deal  of  time  has  been  spent  on  the  setting  up  Of  our 
organisation  for  civil  defence,  and  whilst  I  do.  not  claim  that  our 
arrangements  are  all  that  could  be  desired,  I  do  feel  that  we  have 
an  excellent  team  of  enthusiastic  volunteers. 

Happily  we  have  not  yet  experienced  an  air  raid,  but  in  the 
unfortunate  event  of  one  taking  place,  I  feel  sure  our  helpers  will 
acquit  themselves  well. 

I  cannot  close  this  report  without  expressing  regret  at  the 
passing  of  Mr.  E.  Yates,  who  for  many  years  was  Chairman  of  the 
Public  Health  Committee. 

The  Council  placed  on  record  their  appreciation  of  his  valuable 
services. 

Once  again  I  am  glad  to'  express  my  thanks  to  the  Chairman 
and  Members  of  the  Council,  to  our  Clerk  (Mr.  Wade),  our  Assistant 
Clerk  (Mr.  Light),  and  to  Dr.  Wolfe  (the  Medical  Officer  of  Health) 
for  their  support  in  a  very  difficult  year,  during  which  much 
valuable  work  has  been  done. 

I  am,  your  obedient  servaqt, 


A.  ASHWORTH,  Cert.  R.S.I.,  M.S.I.A. 


